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ABBREVIATIONS 


Standard abbreviations for names of organizations, ALA, ACRL, 
LC, ete., are alphabetized as if spelled out. Other abbreviations 


—apporntment 
—catalog(s) 
college 
—tibrary(ies), librarian(s) 
—fportrass 
—wveference 
(er) 
~—umiversity 


A Ballou, Hubbard W., rev., 179; Congress by the Director of the 


94-97 Processing Department, rev. of, 


Academic Procession; Reflections Baughman, Roland, comment 493-94 , 
of a Coll. President, /riston, William Vernon Jackson's “Li Cataloging of Persian Works; In 
rev. of, 330-31 brary resources for classical cluding Rules for Yvranslitera 


Acquisitions, gifts, collections, 93; tion, Entry and Description, 
229; 232; 299; 395-96; Sharify, rev 424-25 
4 Baumgaertel, Gerhard, rev., Chapin, Richard E., “Copyright 
Annie May, “Th: ha 05. law revision and Is.,"” 212-13 
medium in | et at =~ Birnbaum, Henry, JBM Circule Church, Randolph W., ed., Deters 
coll. level.” 469-70 tion Control at Brooklyn Coil. L., oration of Book Stock: Causes 
“American Documentation Insti r. of, 492-93 “ and Remedies; Two Studies on 
tute meeting,” Richmond, 156-58 Mark Mayo, The Civil the Permanence of Book Paper 
Anderson, Frank J., appt., 485 Dictionary, rev. of, 251. Conducted by W. J. Barrow, 
Appointments, 97-98; 166-69; 238 . Martha, ed. , Modern Trends rev. of, 417-19 
39: 305-06; 399-400; 486-88 Documentation; Proceedings Church Coll. of Hawaii L., 458-61. 
“*As long as we both shall live’ of a ~~ ao held at the Uni The Civil War Dictionary, Boat 
in which a lesser In. reviews of Southern California, ner, rev. of, 251 
his reading _ Problem, ”" Sweet, é . Clark, Virginia, “Teaching stu 
285-96. 319-2 Bohnert, Lea M.. 3-2 dents to use the 1.: whose re- 
. Board of Directors, meet Bonk selection, 1-44 sponsibility?’ 369-72, 402 
Chicago, Jan. 29, 1960, Books in My Baggage, Powell, Classification and Indexing in Sci 
brief of minutes, 173-76; Mon- of, 499-500, ence, 2d ed., enl., Vickery, rev 
treal, June 20-21, 1960, brief of “Bookselling among the sciences,” of, 420-23 
minutes, 313-15 Zeitlin, 453-57 “College and univ. 1. statistics, 
ACRL, Junior Colt, Ls. Section, Booth, R bert Edmond, appt. & 1958/59,” 25.79, &&. 
grants, 101 port.. 484-8 College |s., 389-92; standards, 199 
ACRL, Subject Specialists Section, Boyd, Barbara, appt. & port., 484 06 
Law and Political Science Sub- Brown, Bruce M., appt., 303 “Consultants fer coll. and univ. | 
section, Bylaws, 476 Brown, Charles Harvey, tribute. building planning,” Ellsworth, 
m Subject Specialists Sec ; necrology, 240 63-68 
Subsection of Art Los... Eric Thomas, Musi: G oyright law revision and Is.,” 
@ Practical Guide, rev mapin, 212-13 
403- 24 “Con right, , the public inter 
Buildings. : : 33; 26: est,” Kaplan, 213-16 
mecting, Chicago, Jan. 1960, 4; 299; “Copyright notice,” J]. W. Rogers. 
2: Montreal, 230-31. Buist Eleanor, 219.20 
ACRL Microcerd Series, abstracts Burtis, Eric F.. They See What “Copyright problems.” a sympo 
of titles, 186-88 i You Mean, rev. of, 17 sium sponsored by the Govern- 
ACRL officers, 1960/61. 317-18 mental Relations Section of ALA. 
ACRL officers (nominees), 1960/61, Washington, June 23, 1959: 
70.7 “Copyright law revision and Is..” 


1 
ACRL President, report, 1959/60, Cc R. E. Chapin; “€ “opyright, s. 
Parker, 405-06. the public interest,” B. Kaplan; 


Campion, Eleanor Este, comment “Photocopying and fair use,” 
on LC Catalog, Books; Subjects .. G. Freehafer; “Copyright 
251-52 notice,” J. W. Rogers; “Deposit 

B Carlson, William H., rev., 324-26 of copies of copyright works in 
Cataloging and Classification, Tau the LC,” R. D. Rogers, 212-22, 

“Background activities in the plan ber, rev. of, 497-99 246. 
ning of a new 1,” Greene, 269- The Cataloging-in-Source FE-xperi Council on L. Resources, Third 
74. ment; @ Report to the Ln. of Annual Report for the Period 


gtants, 89-92; 297-98; 
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Ending June 30, 1959, rev. of, 
324-26, 


D 
David, Charles W., “The National 
Union ( 1953 1955 im- 
pints a on in early 
prospe >. 
Delzell, rbe rt F., “Price tag on 
a univ. 1,” 359-61, 404. 


Deposit Is., 446-52, 461 

“Deposit of copies of copyright 
works n the LC,” R one 
221 246 

Jeterioration of Book Stock: 
Causes and Remedies; Two Stu 
tie f on _the Permanence of Book 
Paper Conducted by W. J. Bar 
row, Church, ed., rev. of, 417-19. 

Dewey Decimal Classification and 
Relative Index, 16th ed., rev. of, 


102-04, 
Dix, William S.. “Leadership in 
academic Is.," 373-80, 388 
“The dogma of book selection in 
univ. Is.." Th mpson 441-45 
Downs, Robert B., “Price tag on a 
univ. LL,” 359-61, 404 


Dunkin, Paul S.. rev., 182-84 
Dysinger, Robert E.. “The research 
1. im the undergraduate coll.,” 


XX(1959), 383-84) comment, 
184-85. 

Einhorn, Nathan R., appt. & port., 
146 

Electronic Computers: Principles 

ipplications, Ivall, rev. of, 

425-27. 

Eliaworth, Ra'ph E., “Consultants 
for coll. and univ. 1. building 
planning,” 263-68 


Emerging Solutions for Mechanic 
ing the Storage and Retrieval of 
Information, Taube, comp., rev. 
af, 489-92 

Erickson, Edgar L.. “The Sescienal 
papers: last phase,” 343-58 

Eshelman, William R., appt. & 
port., 304-05 


Fair, Ethel M., 
471 


“Wanted: more re 


Farmington Plan, 117-24. 
Five Hundred Years of Printing, 
Steinberg, rev. of, 331-3: 
of tr an slation publish- 
ing.” Tober. 2 28 
Foreign Is., personnel news, 176; 


Charles, ed., Issues in 


Essays by Ten 
247- 


40: 

Frankel, 
'miv. Education: 
American Scholars, rev. of, 
48 


Frantz, Ray William, appt., 238 

Frarey, Carlyle Subject Head- 
inas, rev. of, 497-99 

Freehafer, Edward G tocopy 
ing and fair use,” 216-18 

Frick, Bertha M.. rev., $03- 03 

Fussler, Herman H., rev., 417-19 

G 

Germanistische Studien, Schirok- 
auer, rev. of, 104-05 

Gorchels, Clarence C., appt., 399 

Gorokhoff, Boris 1., Publishina in 
the U.S.S.R., rev. of, 179-81 


160; ACRL grants, 89-92; 


Graves, Eileen C., Ulrich's 
Periodicals Directory; a Classi 
fied Guide to a Selected List of 
Current Periodicals, Foreign and 


Grants, 
297-98; 403-04. 


Domestic, 9th ed., rev. of, 248 
49 

Gt. Brit., Parliament, House of 
Commons, Sessional papers, re 


print of, 343-58 

Greene, Esther, “Background ac 
tivities in the planning of a new 
L.” 269-74 

Guide to Ref. Books (7th ed.) Third 
Supplement, 1958, Winchell, 
rev. of, 500-0 


H 
Hamlin, Arthur T., “On being 
fully professional,” 172. 
Hammer, Donald P “Operation 


book shift,” 393-94. 
“The happy medium in 1 instruc- 
tion at the coll. level,” Alston, 


469-70. 

Harrer, Gustave Augustus, appt. 
& port., 483 

Harwell, Richard, rev., 251. 


Hirsch, Rudolf, rev., 419-20. 
Hoverter, Terence appt., 400. 
Horecky, Paul L., Ls. and Biblio- 


graphic Centers in the Soviet 
Umon, rev. of, 249-50. 

Horn, Andrew H., appt. & port. 
483-84. 

I 

Illinois, Univ. L., 393-94. 

Inflation in Is., 322. 

“International book Procurement ; 
or, Farmington extended,” Vos- 
per, 117-24, 


IBM Circulation Control at Broob- 
lyn Coll. L., Birnbaum, rev. 
492-93 

“Interpersonal 
Jesse, 149.55, 

Issues in Univ. Education: Fs- 
says by Ten American Scholars, 
Frankel, ed., rev. of, 247-48 

Ivall, T. E., Electronic Compute rs: 
Principles and Applications, rev. 
of, 425-27 


relations in Is., 


J 


William Vernon, “L. re 
classical studies,” 
459-68, 486) com- 


Jackson, 
sources for 
(XX(1959), 
ment, 185-86. 

Tames, Henry, rev., 181-82. 

Jesse, William 
relations in Is.,” 149-5 

Joeckel, Carleton B., 
01 


Johnson. Walter T., 

microfilm,” 223-26, 2 
{oom Flora R., rev., 25. 
Junior coll. |. statistics, 78-87; 
standards, 199-206 


“We chose 
28 


Keoten, Benjamin, “Copyright, 

the public interest,” 213-16. 

Kaser, David E., appt. & port, 
237. 

Kaufman, Geraldine, a period- 
icals,” 137-48; 381-88 


Keatinge, Tatiana Pres "appt. 


Kellam, Porter, rev., 330-31. 

Koch, Henry Charles, appt., 400. 

Kuhlman, A. F., “Two RL ap- 
proaches to counting holdings of 
research Is.," 207-11; retirement 
& port., 307 Os. 
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Lansberg, William R., appt. & 
port., 399. 


Leach, Maurice D., appt., 166 

“Leadership in academic Is.,” Dix, 
373-80, 388 

LeMay, James E., ae zee What 
You Mean, rev. of, 17 

Librarians Wanted: C 4.4 in L. 
Service, Paradis, rev. of, 326-28. 

Libraries ‘and Bibhographic Centers 
in the Soviet Union, Horecky, 
rev. of, 249-50. 

Library administration, 362-68; 373- 
80, 388. 

“Library instruction to 2000 fresh- 
men,” Melum, 462-6 

Library orientation, 369-72, 402; 


462-70. 

Libris et Litteris. Festschrift fir 
ermann Tiemann rum 60. Ge- 
burtstag, Voigt and Zimmer- 
mann, eds., rev. of, 419-20 

Low, Edmon, “We point with 
pride: a message from ACRL's 
president,” & port., 311-12. 

Lubetzky, Seymour, appt. & port., 
484 


Lydenberg, Harry Miller, necrol- 
ogy, 308-10. 

M 
McCorison, Marcus A., appt. & 


port., 3 

Magazines, Poteat, rev. of, 501-02. 

Meals, Frances L., “We chose 
microfilm,” 223-26, 228. 

Mean What You Say: Proceedings 
of a Conference on Written and 
ral Reporting at the Univ. of 
Califorma, Santa Barbara, July 
Rosenberg, ed., rev. 
of, 182 

Medieval “French Por- 
cher, rev. of, 502-03. 

Melum, Verna v “L. instruction 
to 2600 freshmen,” 462-68. 

Merritt, LeRoy Charles, rev., 501- 


02 

Metcalfe, John, Subject Classifying 
and Indexing of Ls. and Litera- 
ture, rev. of, 323-24. 

Microforms, 223-26, 228; 
cles, 494-97 

Milezewski, Marion A., appt. & 
port., 237-38. 

Medern Trends in Documentation; 
Proceedinas of a Symposium held 
at the University of Southern 
California, April 1958, Boaz, ed., 

7-79 


Moody, Robert E.. “Our academic 
1. leadership: from the faculty?” 


rev. arti. 


362-68 
Mosher, Fredric J., rev., 500.01. 
Music Luship, a Practical Guide, 


Bryant, rev. of, 423-24, 
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“The National Union Catalog, 1952- 
1955 imprints a publication in 
early prospect,” David, 275-76. 

Necrology, 169; 240: 308-10; 401. 

“New directions in Soviet planned 
bibliography,” Whitby, 9-12. 
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“A new |. for a new coll,” Slack, 
458-61 

“New periodicals,” Kaufman, 137 
48; 381-88. 

“News from the field,” 93-96; 159 
65; 229, 232-36; 299-302; 395 


98; 477-82. 


oO 


Oboler, Eli M., comment on R. E 
Dysinger’s “The research |. in 


the undergraduate coll.” (XX 
(1959), ae 184-85 
“On being ly professional,” 


Hamlin, 172 

“Operation book shift,” Hammer, 
393-94 

Orne, Jerrold, “Storage and de 
posit Is.,” 446-52, 461 

“Our academic |. leadership: from 
the faculty?"" Moody, 362-68 


P 


Paradis, Adrian A., Las. Wanted 
Careers in L. Service, rev. of, 


Parker, Ralph H ev., 492-93 

Parker, Wyman Ww! “ACRL Presi 
dent's 1959/60," 405-06; 
rev., 499-500 

Pearce, Donald J., appt. & port., 
97 


Periodicals, new titles, 137-48; 381 

Personnel, 97-98; 166-69, 176; 237 
40; 303-10; 399-402; 483-88 

Personnel administration, 149-55 

Personnel in foreign Is., 176; 402 
“Photocopying and fair use,” Free 
hafer, 216-1 

“The place of the law school |. in 
1. administration,” Price, 13-19 

Porcher, Jean, Medieval French 
Miniatures, rev. of, 502-03 

Poteat, Dorothy May, Megarines, 
rev. of, 501-02 

Powell, Lawrence Clark, appt. & 
port., 483-84; Books in My Bag 
gage, rev. of, 499-500 

Price, Jacob M., ed., Reading for 
Life: Developing the College Stu 
dent's Lifetime Reading Interest 
rev. of, 181-82 

Price, Miles O., “The place of the 
law school |. in |. administra 
tion,” 13-19 

“Price tag on a univ 
and Delzell, 359-61, 

‘A publisher's view, of oll op 
Publishing the U.S.S.R., Gorok 

hoff of, 17 aE; 


Rather, John Carson, “The U. S 
Office of Education statistics sur 
vey.” 407-10, 41 

Reading for Li fe: Developing the 
Coll. Student's Lifetime Reading 
Interest, Price, ed., rev. of, 181 


82 

“Recent foreign books on the 
raphic arts, bibliography, and 
rev. articles, Thompson, 
411-15 

“Reference books,”” Winchell, 20 
24, 99-100; 277-84 

Reference Books, Shores, rev. of, 
01-02. 


Retirements, 98; 259; 307-08; 401; 


48 
Richmond, Phyllis A.. “American 
Documentation Institute meet 
ing,” 156-58; rev., 177-79 


Rogers, Frank B., rev., 489-92. 
Rogers, Joseph W., “Copyright no- 
tice,” 219-20 
Rogers, Rutherford D., “Deposit of 
of copyright works in the 
6. 


“The” role of a bibliographer in 
a Japanese collection,” Suzuki, 
241-46 

Rosenberg, Betty, ed.. Mean What 
You Say: Proceedings of a Con 
ference on Written and Oral Re- 
porting at the Univ. of Cali- 
fornia, Santa Barbara, July 20 
23, 1958, rev. of, 182-84, 


Sayers, Frances Clarke, appt. & 
484, 

Schirokauer, Arno, Germanistische 
Studien, rev. of, 104-05 

A Serviceable Reservoir; Report of 
@ Survey of the United States 
Book Exchange, Williams, rev 
of, 328-30 

“The Sessional papers: last phase,” 
Erickson, 343-58. 

Shank, Russell, rev., 425-27 
Sharify, Nasser, Cataloging Per 
sian Works; Including Rules 
Transliteration, Entry and De 

scription, rev. of, 424-25 

Shores, Louis, Ref. Books, rev. of, 
501-02 

Slack, Kenneth T., “A new |. for 
a new coll.,” 458-61 

Smith, Alison, rev., 102-04 

Sederland, Kenneth W., rev., 493 
94 

“Standards for jr. coll. Is.,” 199 
206 

Statistics, 25-79, 88; jr. coll. Is., 
78-87 

“The status of the In. according 
to accrediting standards of re 
gional and professional associa 
tions,”” Veit, 127-35 

Steinberg, S. H., Five Hundred 
Years of Printing, rev. of, 331 
32 

“Storage and deposit is.,” Orne, 
461 

Classifying and Indexing 

_and Literature, Metcalfe, 


ect Headings, Frarey, rev. of, 
? 


Susuki, Yukihisa, “The role of a 
bibliographer in a Japanese col 
lection,” 241-46 

Sweet, Arthur P.. “‘As lone as 
we both shall live’: in which a 
lesser In. reviews his reading 
problem,” 285-96, 319-22 


Talmadge, Robert, appt. & port., 
303-04; rev., 326 

Taube, Mortimer, comp., Emerging 
Solutions for Mechanizing the 
Storage and Retrieval of Infor 
mation, rev. of, 489-92; rev... 
420-23 

Tauber, Maurice F.. Cataloging 
and Classification, rev. of, 497 
99 

“Teaching students to use the 

whose responsibility ?’ * Clark, 

02 


They See What You Mean, Burtis 
and LeMay, rev. of, 179 

Thom, Ian W., rev., 328-30 

Thompson, Lawrence S.. “Recent 
foreign books un the graphic arts, 
bibliography, and Ls.,” rev. ar 
ticles, 411-15; “The dogma of 


book selection in univ. Is.," 441 


Tober, Edward P., “Five years of 
translation publishing,” 227-28. 

“Two ARL approaches to counting 
holdings of research Is.," Kuhl 
man, 207-11. 


U 


Ulrich’s Periodicals Director a 
Classified Guide to a Selected 
List of Current Periodicals, For- 
cign and Domestic, ed., 
_ Graves, ed., rev. of, "248-49. 

LC, LC Cataleg, Books 

Subjects, comment by Campion, 


U.S... LC, Processing Dept., The 
Cataloging-in-Source Experiment, 
rev. of, 493-94. 

“The U. S. Office of Education 
statistics survey,” Rather, 407 
10, 416. 

University Is., 389-92 


Vv 
Van Luik, James, appt. & port., 
485 


Veit, Fritz, “The status of the 
In. according to accrediting stand 
ards of regional and professional 
associations,” 127-3 

Vickery, B and 
Indexing in Science, 2d ed., enl., 
rev. of, 420-23 

Voight, Christian, Libris 
Litteris. Festschrift fiir Her 
mann Tiemann sum 60. Geburt 
stag, rev. of, 419-20 

Vosper, Robert, “International book 
procurement; or, Farmington ex 
tended,” 117-24. 


w 


Waller, Theodore, “A publisher's 
view of coll. |. opportunities,” 
389-92. 

“Wanted: more research,” Fair, 
471-75. 

Watkins, Thomas T., rev., 423-24 
“We chose microfilm,” Meals and 
ohnson, 223-26, 228 
fe point with pride: a message 
from ACRL’s president,” Low, 
311-12 

David C., rev., 497-99 


Withe wma . “New direc 
tions in Soviet esas bibliog 
raphy,” 9 

Withams, Bawin E., A Serviceable 
Reservoir; Report of a Survey 
of the United States Book Ex- 
change, rev. of, 328-30 

Wilson, Eugene H., rev., 247-48 

Winchell, Constance M., “Selected 
ref. books,” 20-24, 99-100; 277 
84; honored, 268; Guide to Ref 
Books (7th ed.) Third Supple 
ment, 1956-1958, rev. of, 500-01 

Wriston, Henry M., Academic Pro 
cession; Reflections of a Coll 
President, rev. of, 330-31. 


Zeitlin, Jake, among 
the sciences,” 453-5 

Zimmermann, Erich, 24, Libris et 
Litteris. Festschrift fair Hermann 
Tiemann scum 60. Geburtstag, 
rev. of, 419-20. 
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